PARTI1 


HARYANA GOVT . GAZ ., SEPT . 16, 2008 ( BHDR. 25, 1930 SAKA) 


791 


अनुबन्ध - 1 


अनुपूरक मतदाता सूची 


काटे/ जोड़े गए नामों की सूची 


नगरनिगम / नगरपरिषद / नगरपालिका 


वार्ड संख्या 


2008 में प्रकाशित मतदाता सूची 


सम्बन्धित विधान सभा क्षेत्र का नाम 


जिले का नाम 


...... 


भाग संख्या 


गली / क्षेत्र / मौहल्ला 


क्रम 


मकान 


मतदाता का 


पिता/ पति / माता 


पुरुष / स्त्री 


1.1.2008 को 


पहचान पत्र का 


संख्या 


नं ० 


का नाम 


लगभग आयु 


क्रमांक 


1 


2 . 


3 


4 


5 


6 


7 


STATE ELECTION COMMISSION HARYANA 
S.C.O.NO. 16-17, SECTOR20 - D , 

CHANDIGARH 

The 10th September, 2008 
No. SEC / ME /2008 /9160. - In pursuance of the provisions of Sub section (2 ) of Section 24 of the Haryana 
Municipal Act , 1973,the name of Smt. Hiro Devi W / o Sh. Hans Raj was notified , as Member elected from Ward No.3 of 
Municipal Council, Rewari, District Rewari by the State Election Commission , Haryana vide its Notification No. 
SEC/IME/ 2005/ 2316, dated 19th April, 2005 . 

And, whereas , Deputy Commissioner, Rewari vide his memo No. 1107/LFA, dated 03rd September, 2008 has 
sent the photo copy of order dated 09th August, 2008 passed by the Hon ble Court of Sh. Sukrm Pal, Civil Judge 
(Sr. Division ) Rewari with ihe request to take action for thebye -election to Ward No. 3 ofMunicipal Comunittee , Rewari . 
The Hon bie Civil Judge (Sr. Division ) vide his order dated 09th August , 2008 has set aside the election dated 
16th April, 2005 of INo. 3 of Municipal Council , Rewari . The Hon ble Court has also ordered that the election to the 
post of Municipal Council for ward No. 3 be beld within three months . 
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Now , therefore, in view of the order dated 9th August, 2008 passed by the Civil Judge (Sr. Divison ), Rewari, the 
State Election Commission, Haryana hereby de - notifies the name of Smt . Hiro Devi Wo Sli. Hans Rajas member , Ward 
No. 3 of Municipal Council, Rewari , District Rewari , which was earlier notified by the State Election Commission, 
Haryana vide its notification referred to above . 


Chandigarh : 

CHANDER SINGH , 
The 9th September, 2008 

State Election Commissioner, 

Haryana. 
INFORMATION & PUBLIC RELATIONS DEPARTMENT 

The 3rd September , 2008 
No. 1/38 /2008-1PP .-- The Governor of Haryana is pleased to appoint Shri Dalip Chawla 
S/o Late Shri M.R. Chawla , resident of House No. 95, Sector - 1, Ambala City as Media Coordinator, Ambala Division , 
with immediate effect. 

2 . The terms and conditions of his appointment will be issued separately . 


Chandigarh : 
The Ist September , 2008 


MAHAVIR SINGH MALIK , 
Deputy Secretary to Government, Haryana , 
Information & Public Relations Department. 


DIRECTORATE OF CONSOLDATION OF HOLDINGS, HARYANA 

The 5th September, 2008 
No. EA42008/ 3544.-- With the object of Consolidation of Holding in the under mentioned estates for the 
purpose of better cultivation of lands therein , the Director, Consolidation of Holdings, Haryana in exercise of powers. 
conferred by Sub section ( 1) of the Section 14 of the East Punjab Holdings ( Consolidation and Prevention of 
Fragmentation ) Act, 1948 as delegated to him by the Punjab Government Notification No. 3435 -D - 50 /3155 , dated 
22nd July , 1950 hereby delcares the intention of the State Government to make up a scheme for consolidation of the 
following estates. 


H.No. 


Area in Acres 


District 


Sr. No. Nameof Village 
1 . Gurwarhi 
2 . Chandhut 


185 


148 


Palwal 


172 


354 


-do 


Chandigarh: 
The 5th September, 2008. 


S.C.COEL , 
Director, Consolidation of Holdings, 

Haryana , Chandigarh . 


लोक निर्माण विभाग 


( भवन तथा मार्ग शाखा) 


भिवानी वृत्त 


दिनांक 09 सितम्बर, 2008 
नं 0.715 ..-- चूंकि , हरियाणा के राज्यपाल को प्रतीत है कि सरकार द्वारा, सरकारी व्यय पर, सार्वजनिक प्रयोजनार्थ, तहसील चरखी 
दादरी,जिला भिवानी में वाईघास सड़क दादरी-भिवानी सड़क से दादरी बौंद सड़क तक सड़क का निर्माण हेतु भूमि ली जानी अपेक्षित है । अतः यह 
घोषित किया जाता है कि निम्न विशिष्टियों में वर्णित भूमि उपरोक्त प्रयोजनार्थ अपेक्षित है । 

यह घोषणा भूमि अधिनियम, 1894 की धारा 6 के उपबन्धों के अधीन उन सभी व्यक्तियों को जारी की जाती है जो इससे सम्बन्धित हो 
सकते हैं और उक्त अधिनियम की धारा 7 के उपबन्ध के अधीन भूमि अर्जन समाहती लोक निर्माण विभाग (भवन तथा मार्ग शाखा), भिवानी को उक्त 
भूमि हेतु आदेश लेने के लिए निर्देश दिया जाता है । 

भूमि के नक्शे का निरीक्षण भमि अर्जन समाहती लोक निर्माण विभाग ( भवन तथा मार्ग शाखा), भिवानी और कार्यकारी अभियन्ता प्रान्तीय 
मण्डल परखी दादरी के कार्यालय में कर सकता है । 
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विशिष्टियां 


जिला 


तहसील 


क्षेत्रफल 


परिक्षेत्र 
गांव 


किला नं ० 


हदबस्त 
नं ० 


मुस्तील नं ० 


एकड़ में 


1 


2 


3 


4 


5 


6 


7 


भिवानी 


चरखी दादरी 


चरखी 


143 


2.16 


144 


.18, 19 , 21 , 22, 23 


145 


25 


178 


4/1 , 4/2, 5 , 6, 7/1 , 7/2, 8, 9 , 
11 , 12/1 , 12/2, 13, 14/1 , 
14/2 , 15 , 17/1 , 17/2, 18, 19 , 
20 , 21 , 22, 23/11 
1/1 , 1/2 , 2 , 3, 9 , 10/1 , 10/2, 
11/1 


179 


भिवानी 


चरखी दादरी 


चरखी दादरी 


147 


8.0 


18 


19 


. 


10, 11 , 12/1 , 12/2 , 13, 20 
6/1 , 6/2 , 15/1 , 15/2, 14/1 , 
14/2 , 16/1 , 16/2, 17 , 18, 21 , 
22 , 23 , 24/1 , 24/2 , 25/1 , 
25/2 


26 


27 


• 24/1, 24/2, 24/3 , 25/1, 25/2 
5/2 , 5/3, 6/1 , 6/2, 7/1 , 7/2 , 
9/1 , 8, 12 , 13 , 14 , 15 , 16 , 
17 , 18 , 19 , 20/1, 20/2 , 21/1, 
21/2 , 22/1 , 22/2, 23 


. 


28 


1 , 2 , 3, 4/1 , 4/2, 8/1 , 8/ 2,9, 
10 , 11/1 , 11/2 , 


47 


1 , 2 , 10/1 , 10/2 


48 


- 


3/2 , 4 , 5 , 6 , 7 , 8/1 , 8/2, 9 , 
10, 11 , 12, 13 , 14, 15 , 18/1 , 
18/2, 18/3, 13, 20/1 . 20/2, 21 , 
22 


49 


15 , 16 , 17 , 22/1 , 22/2, 23 , 
24 , 25/1 , 25/2 


51 


6 , 14/1, 14/2, 15, 16/1 , 16/2, 
17 , 18, 23, 24/1 , 24/2 , 25 


52 


1/2, 2 , 3, 4 , 5 , 7/1 , 7/2 , 8, 9 , 
10/1 , 10/2, 11 , 12 , 13, 20 


. 


79 


3 , 4 


भिवानी 


चरखी दादरी 


रावलधी 


148 


10.43 


114 


16, 24 , 25 


( जारी) 


115 


12, 13 , 14, 15 , 16 , 17, 18/1 , 
18/2 , 19, 20, 21 , 22/1 , 22/2 , 
23 


116 


11 , 12, 13, 14, 15, 16, 17, 
18, 19, 20 
11. 12, 13, 14, 15 , 16, 17 , 
18, 19 , 20 


117 
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2 


3 


4 


5 


6 


7 


भिवानी 


चरखी दादरी 


148 


10.43 


118 


रावलधी 
( समाप्त ) 


11, 12 , 13 , 14/1 , 14/2 , 15 , 
16/1 , 16/2 , 17/1 , 17/2 , 13, 19 , 
20 , 24/1 , 242, 25/1 , 25/2 
20/2 , 21/1 , 21/2 
1/1 


119 


132 


136 


1 


137 


2 , 3/1 , 3/2 , 4/1 , 4/2 , 5 , 6 , 
7/1 , 7/2 , 8 , 9 , 10/1 , 10/2 , 12 , 
13 , 14 


For & on behalf of Governor of Haryana. 


( 771.,) ... , 

अधीक्षक अभियन्ता , 
भिवानी परिमण्डल ( भवन एवं सड़क शाखा) 

Hariti 


PUBLIC WORKS DEPARTMENT 
(B & R BRANCH ) BHIWANI CIRCLE 

The 09th September, 2008 
No. 715. — Whereas, the Governor of Haryana is satisfied that land below needed by the Government at public 
expenses, for a public purpose, namely , consign . A Bye Pass Road from Dadri-Bhiwani Road to Dadri Bound Road 
in Tehsil Charkhi Dadri, District Bhiwani. It is therefore here declared that the land described in the specifications 
below is required for the aforesaid purpose . 

This declaration is made under the provision of section 6 of Land Acquisition Act , 1894 to all whom it may 
concern and under the provision of Section 7 of the said act the Land Acquisition Collector Haryana P.W.D. 
(B & R Branch ) Bhiwani is hereby directed to take order for the acquisition of the said land . 

Plans of land may be inspected in the offices of the Land Acquisition Collector P.W.D. (B & R Branch ) Bhiwani 
and Executive Engineer Provincial Division , Charkhi Dadri. 

Specifications 


District 


Tehsil 


Killa No. 


Locality 
Village 


Hadbast 
No. 


Area in 
Acres 


Rectangle 
No. 


1 


2 


3 


4 


5 


6 


7 


Bhiwani 


Ch . Dadri 


Charkhi 


143 


2.16 


144 


18, 19, 21 , 22 , 23 


145 


25 


178 


4/1 , 4/2 , 5 , 6 , 7/1 , 7/2 , 8 , 9 , 
11 , 1271 , 1272 , 13 , 14/1, 
14/2 , 15 , 17/1, 17/2 , 18 , i9 , 
20 , 21, 22 , 23/1 


179 


1/1 , 1/2 , 2 , 3 , 9 , 1011 , 10/2 , 
11/1 


Bhiwani 


Ch . Dadri 


Ch . Dadri 


147 


8.0 


18 


10 , 11, 12/1 , 12/2 , 13 , 20 


( Contd .) 


19 


6/1 , 6/2 , 15/1 , 1512 , 14/1 , 
14/2 , 16/1, 16/2 , 17 , 18 , 21, 
22 , 23 , 24/1 , 24/2 , 25/1 , 
25/2 
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1 


2 


3 


4 


5 


6 


7 


Bhiwani 


Ch . Dadri 


Ch . Dadri 


147 


8.0 


26 


24/1, 24/2 , 24/3 , 25/1 , 25/2 


(Concld .) 


27 


5/2 , 5/3 , 6/1, 6/2 , 7/1, 7/2 , 
9/1 , 8 , 12 , 13 , 14 , 15 , 16 , 
17, 18 , 19 , 20/1 , 20/2 , 21/1, 
21/2 , 22/1 , 22/2 , 23 


> 


28 


47 


48 


1 , 2 , 3 , 4/1 , 4/2 , 8/1 , 8/2 , 9 , 
10 , 11, 12 , 13 , 14 , 15 , 18/1 , 
18/2 , 19 , 20/1, 20/2 , 21 , 22 
1 , 2 , 10/1 , 10/2 
3/2 , 4 , 5 , 6 , 7 , 8/1 , 8/2 , 9 , 
10 , 11/1, 11/2 
15 , 16 , 17 , 22/1 , 22/2 , 23 , 
24 , 25/1 , 25/2 
6 , 14/1, 14/2 , 15 , 16/1, 16/2 , 
17 , 18 , 23 , 24/1, 24/2 , 25 
1/2 , 2 , 3 , 4 , 5 , 7/1 , 7/2 , 8 , 9 , 
10/1, 10/2 , 11 , 12 , 13, 20 


49 


51 


52 


79 


3,4 


Bhiwani 


Ch . Dadri 


Rawaldhi 


148 


10.43 


114 


115 


16 , 24, 25 
12 , 13 , 14 , 15 , 16 , 17, 18/1 , 
18/2 , 19 , 20 , 21, 22/1 , 22/2 , 
23 


116 


117 


11 , 12 , 13 , 14 , 15 , 16 , 17 , 
18 , 19, 20 
11, 12, 13 , 14 , 15 , 16 , 17 , 
18 , 19 , 20 
11, 12 , 13 , 14/1 , 14/2 , 15 , 
16/1 , 16/2 , 17/1 , 17/2 , 18 , 19 , 
20 , 24/1 , 24/2 , 25/1 , 25/2 
20/2 , 21/1 , 21/2 


118 


119 


. 


132 


1/1 


136 


1 


137 


2 , 3/1 , 3/2 , 4/1 , 4/2 , 5 , 6 , 
7/1, 7/2 , 8 , 9, 10/1 , 10/2 , 12 , 
13, 14 


For & on behalf ofGovernor of Haryana. 


( Sd /-)..., 
Superintending Engineer , 
Bhiwani Circle PWD (B & R Branch ), 

Bhiwani, 


44615 - C.S. - H.G.P ., Chd. 


